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FIRST  CHRISTIAN  CHURCH 
531  Fifth  Street 
Columbus,  Indiana 

The  Church  Tower  rises  majestically  166  feet.  Its  Carillon  of 
organ  music  during  the  Christmas  Season  carries  for  miles  in 
the  clear  wintry  air. 
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Ektachrome  by:  Bud  Galbraith 
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